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Tom Green's 2001 film Freddy Got Fingered won in five categories at the 22nd Golden Raspberry Awards, including Worst Actor, Worst Director, Worst Picture, Worst Screen Couple, and Worst Screenplay. Green attended the awards in person, and brought with him a cheap red carpet which he unrolled as he entered the theater where the awards were being presented. "I'd just like to say to all the other nominees in the audience, I don't think that I deserve it any more than the rest of you. I'd like to say that. I don't think that it would be true, though," said Green. He had to be dragged off of the stage while accepting one of his awards because he would not stop playing the harmonica.